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NORWAY  WATER  DISTRICT 


Superintendents  Report 

To  the  Trustees  of  the  Norway  Water  District: 

I  hereby  submit  my  first  Annual  Report  as  Superintendent 
for  the  year  ending  December  31,  1965. 

The  personnel  of  the  District  consists  of 

Suj>erintendent  —  A.  G.  Blaquiere,  Jr. 

OflBce  Cleric  —  Elsie  Judkins 

General  Operator  —  Elliott  Wilson 

We  started  pumping  from  our  gravel-packed  well  in  Decem- 
ber, 1964.  We  have  experienced  some  difficulties  with  our  au- 
tomatic pump  controls,  mostly  due  to  lightning.  Although,  at 
this  time,  all  of  the  equipment  is  in  good  operating  condition. 

During  the  summer,  we  had  to  send  reports  to  the  State 
House  as  to  +he  depth  of  water  in  our  well.  Oiu*  soundings 
showed  that  our  supply  remained  constant. 

W(b  installed  18  new  hydrants,  6  new  services,  retarred  the 
road  at  the  new  pump  house,  plus  other  maintenance  work  at 
both  the  pump  house,  reservoir  and  store  house.  We  were  al- 
so able  to  install  a  number  of  meters. 

This  work  was  completed  at  times  when  the  sewer  con- 
tractor was  not  working  around  our  mains  and  services. 

Water  samples  were  forwarded  to  the  State  Department  of 
Health  for  bacteriological  and  fluoride  content  examination  each 
month.   All  of  these  tests  proved  to  be  satisfactory. 

We  are  now  working  on  plans  to  further  supply  the  needs 
of  our  community  as  listed  below. 

1.  To  install  a  larger  main  on  Green  Street,  from  Paris  Street 
to  Fair  Street,  thence  on  Fair  Street  to  Paris  Street. 

2.  To  install  gate  valves  in  our  8"  main  on  Main  Street  from 
Greenleaf  Avenue  to  Cottage  Street. 

I  wish  to  thank  the  Trustees  and  other  employees  of  the 
District  for  their  cooperation  during  the  past  year. 

Respectfully  submitted, 
A.  G.  BLAQUIERE,  JR. 
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Richard  A.  Gaisford 


February  3,  1966 

Trustees  of  the 
Norway  Water  District 
Norway,  Maine 

Gentlemen: 

We  have  examined  the  balance  sheet  of  the  Norway  Water 
District  as  of  December  31,  1965  and  the  related  statement  of 
revenue  and  earned  surplus  for  the  year  then  ended.  Our  exam- 
ination was  made  in  accordance  with  generally  accepted  audit- 
ing standards,  and  included  such  tests  of  the  accounting  records 
and  such  other  procedures  considered  necessary  in  the  circum- 
stances, except  that  we  did  not  verify  accounts  receivable  by 
correspondence  with  the  debtors. 

In  our  opinion,  subject  to  the  qualification  that  we  did  not 
verify  accounts  receivable,  as  stated  above,  the  accompanying 
balance  sheet  and  statements  of  revenue  and  earned  surplus 
present  fairly  the  financial  position  of  the  Norway  Water 
District  as  of  December  31,  1965  and  the  result  of  its  operations 
for  the  year  then  ended  in  conformity  with  generally  accepted 
accounting  principles. 

RICHARD  A.  GAISFORD 
Certified  Public  Accountant 
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Exhibit  A 

Balance  Sheet 

NORWAY  WATER  DISTRICT 
BALANCE  SHEET 
DECEMBER  31,  1965 

ASSETS 


OPERATING  PROPERTIES: 


Organization 

$  10,000.00 

Franchise  and  Consents 

251.16 

Land 

1,770.90 

Pumping  Station  Land 

18,112.05 

Storage  Land 

9,469.11 

Stores  Department  Land 

8.50 

Structures 

39,490.23 

Impounding  Dam 

600.00 

Springs  and  Wells 

26,491.17 

Intakes 

3,823.08 

Purification  System 

2,043.81 

Fluoridation  System 

1,518.04 

Pumping  Equipment 

Electric 

28,001.32 

Pumping  Equipment 

Gasoline 

994.30 

Reservoir 

128,823.69 

Distribution  Mains 

285,726.88 

Services 

30,069.35 

Meters 

9,371.93 

Fire  Hydrants 

19,483.93 

General  Equipment 

13,154.75 

$629,204.20 

Less:  Accumulated  Depreciation  69,813.71 

$559,390.49 

$  27,046.79 
19,438.82 
15,209.45 
447.50 


CURRENT  ASSETS: 
Cash 

Accounts  Receivable 
Materials  and  Supplies 
Prepaid  Insurance 


62,142.56 
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INVESTMENTS: 

Cash  -  Sinking  Fund  16,768.26 
OTHER  ASSETS: 

Deferred  Regulatory  Expense  2,002.89 

TOTAL  ASSETS  $640,304.20 


LIABILITIES  AND  CAPITAL 

CURRENT  LIABILITIES: 

Accounts  Payable  $  987.24 

Accrued  Interest  on  Bonds  3,062.50 

Accrued  Taxes  885.03 


$  4,934.77 


BONDS  PAYABLE: 

1%%  Term  Bonds  -  Due  1969  $100,000.00 
3)2%  Serial  Bonds  -  Due  1966 

thru  1985  100,000.00 

S'A%  Term  Bonds  -  Due  1986  350,000.00 


550,000.00 
Schedule  A-1 

CONTRIBUTIONS  IN  AID  OE  CONSTRUCTION  5,628.66 
RESERVE  FOR  SINKING  FUND  16,768.26 
UNAMORTIZED  PREMIUM  ON  BONDS  306.56 
SURPLUS  -  Schedule  A-2  62,665.95 


TOTAL  LIABILITIES  AND  CAPITAL 


$640,304.20 
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NORWAY  WATER  DISTRICT 


Schedule  A-2 

Analysis  of  Earned  Surplus 

YEAR  ENDED  DECEMBBR  31,  1965 
Balance,  January  1,  1965  $  68,191.35 

Additions : 

Net  Income  for  the  Year  (Exhibit  "B")  2,861.35 

$  71,052.70 

Deductions : 

Miscellaneous  Debits  to  Surplus  $  220.38 
Reserve  for  Sinking  Fund  8,166.37 

8,386.75 

Balance,  December  31, 1965  $  62,665.95 


Exhibit  "B" 


Revenue  and  Expense  Statement 

DECEMBER  31,  1965 
WATER  SERVICE  REVENUES: 

Metered  Residential  Sales  $  5,017.25 

Flat  Rate  Residential  Sales  28,740.03 

Metered  Commercial  Sales  8,273.69 

Flat  Rate  Commercial  Sales  788.97 

Metered  Industrial  Sales  2,301.34 

Flat  Rate  Industrial  Sales  76.87 

Sales  to  Government  Agencies  1,240.32 

Public  Fire  Protection  16,099.42 

Private  Fire  Protection  2,324.14 

Sales  to  Other  Distributors  948.90 


Total  Water  Operating  Revenue  $  65,810.93 

OPERATING  EXPENSES: 

Operating  Expenses  ( Schedule  B-1 )  $  28,730.35 
Depreciation  10,190.47 
Uncollectable  Revenues  51.74 

38,972.56 


OPERATING  PROFIT 


$  26,838.37 
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OTHER  REVENUE: 
Income  from  Merchandising 

and  Jobbing  $  1,079.85 

Interest  Income  467.87 
Amortization  of  Premium  on  Bonds  8.40 

1,556.12 
$  28,394.49 

OTHER  EXPENSES: 

Interest  on  Long-Term  Debt  $  10,850.00 

Interest  -  Other  5,227.11 
Contractual  Appropriations  of  Income  8,250.00 
Miscellaneons  Deduction  from  Income  351.89 
Regulatory  Commission  Expense  500.72 
Undistributed  Inventory  Adjustment  353.42 

25,533.14 

NET  INCOME  FOR  YEAR  ENDED 
DECEMBER  31,  1965  $  2,861.35 


Schedule  B-1 


Operating  Expenses 

DECEMBER  31,  1965 
Purification  System  —  Operations: 
Labor  $  163.37 

Supplies  and  Expense  749.08 


Pumping  System  —  Operations: 

Labor  $  1,399.45 

Power  Purchased  3,966.16 
Miscellaneous  Supphes  and  Expense  964.62 


$  912.45 


Distribution  Expenses  —  Operations: 

Supervision  $  3,524.06 
Operating  Labor  530.36 
Removing,  Setting  and 

Testing  Meters  11.53 


6,330.23 


10 


NORWAY  WATER  DISTRICT 


Inspecting  Customers'  Installations  53.82 
Miscellaneous  Distribution 

Supplies  and  Expense  79.80 


4,199.57 

Purification  System  Expenses  —  Maintenance: 

Repairs  to  Purification  Equipment  76.35 

Pumping  Expense  —  Maintenance: 

Repairs  to  Pumping  Stations  $  633.70 

Repairs  to  Pumping  Equipment  619.28 
Repairs  to  Miscellaneous  Equipment  2.63 


1,255.61 


Distribution  Expense  —  Maintenance: 

Repairs  to  Storage  Reservoir  $  302.78 

Repairs  to  Distribution  Mains  965.42 

Repairs  to  Services  902.94 

Repairs  to  Meters  3.63 

Repairs  to  Hydrants  514.40 

Other  Distribution  Maintenance  169.52 


2,858.69 

General  Maintenance: 

Repairs  1,405.27 

Total  Forward  $  17,038.17 

Customers'  Accounting  and  Collecting: 

Customers'  Billing  and  Accounting     $  3,166.25 

Meter  Reading  298.07 


3,464.32 


General  and  Miscellaneous  Expense: 

Salaries  and  Expenses  —  Officers  $  800.00 
Supplies  and  Expense  —  General  Office  795.30 

Miscellaneous  General  Expense  860.81 

Insurance  Expense  991.95 

Transportation  Expense  762.00 

Stores  Expense  567.48 

Employees'  Welfare  Expense  2,745.32 

General  Rents  705.00 


8,227.86 

Total  Operating  Expenses  (Exhibit  "B")  $  28,730.35 
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Notes  To  Financial  Statements 


OPERATING  PROPERTIES  -  $559,390.49 

Cost  $629,204.20 
Accumulated  Depreciation  69,813.71 


$559,390.49 


Additions  made  during  the  year  are  reflected  in  Schedule 
A-1.  We  have  analyzed  all  charges  made  to  operating  properties 
and  found  them  to  be  proper  charges. 

Adequate  depreciation  has  been  provided  in  accordance 
with  rates  provided  by  the  Public  Utilities  Commission. 

CASH  -  $  27,046.79 

Cash  is  comprised  as  follows: 

Norway  National  Bank  —  Checking  Account  $  15,324.51; 

Norway  National  Bank  —  Savings  Account  5,894.95 

Norway  Savings  Bank  —  Savings  Account  5,787.29 

Cash  on  Hand  40.00 


$  27,046.79 


Cash  on  deposit  in  the  checking  account  was  reconciled  as 
of  December  31,  1965  and  confirmed  directly  with  the  Norway 
National  Bank.  Savings  Account  balances  were  verified  di- 
rectly with  the  appropriate  Banks. 

ACCOUNTS  RECEIVABLE  -  $  19,438.82 

Water  Revenue  $  17,350.22 

Sales  and  Jobbing  2,088.60 


$  19,438.82 

Accounts  .Receivable  Water  Revenue  included  Flat  Rate 
billing  as  of  December  31,  1965.  We  have  received  the  entire 
listing  of  accounts  receivable  as  at  December  31,  1965.  Accounts 
deemed  uncollectible  have  been  discussed  with  the  ofiicers 
and  charged  to  expense. 

MATERIALS  AND  SUPPLIES  -  $  15,209.45 

We  have  made  test  checks  of  physical  quantities,  prices  and 
extensions.  The  individual  items  which  comprise  the  total  of 
$15,209.45  have  been  added  and  found  correct. 
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CASH  -  SINKING  FUND  -  $  16,768.26 
The  above  is  comprised  as  follows: 

Norway  National  Bank  -  Savings  Account  #5940  $16,768.26 
During  the  year  deposits  totaling  $8,250.00  plus  interest  of 

$351.89  have  been  added  to  the  sinking  fund  to  provide  for  the 

future  retirement  of  Bonds  Payable. 

DEFERRED  REGULATORY  EXPENSE  -  $  2,002.89 

The  above  represents  the  unamortized  balance  expended  for 
new  rate  adjustments.  This  is  being  amortized  over  a  period 
of  five  years. 

ACCOUNTS  PAYABLE  -  $  987.24 

We  have  examined  invoices  from  vendors  and  contractors 
as  of  December  31,  1965  and  believe  them  to  be  a  proper 
charge  for  the  period.  As  far  as  we  could  ascertain,  all  liabilities 
of  this  nature  are  included  in  the  above  amount. 

Corporate  surety  bonds  on  your  Treasurer,  Superintendent 
and  Assistant  Treasurer  were  found  to  be  in  force.  Records  of 
the  Trustees'  meetings  were  examined  and  found  to  be  in  good 
order. 
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COMPARISON  -  COST  OF  WATER  PUMPED 


MONTH 

1964 

1965 

January 

11,556,458 

8,917,500 

February 

9,338,147 

8,300,500 

March 

9,255,890 

8,661,700 

April 

8,606,713 

8,593,500 

May 

10,358,192 

9,992,900 

June 

1  Q  OQ7  7Q1 

11,     /  ,oUU 

July 

111  QR  70/? 

ii,iyo,  /  zo 

iz,ooy,ouu 

August 

10,427,150 

11,537,200 

September 

10,313,226 

7,415,800 

October 

9,062,431 

7,161,600 

November 

8,679,361 

7,056,300 

December 

8,211,770 

7,387,000 

120,905,795 

109,641,100 

DISTRIBUTION  MAINS 


1964 

1965 

r 

1,641 ' 

1,641' 

r 

1,885 

1,885 

ir 

418 

418 

ir 

1,076 

1,076 

2'' 

6,441 

6,441 

2r 

173 

173 

3" 

500 

500 

4" 

9,336 

9,336 

6" 

28,845 

28,845 

8'' 

4,840 

4,867 

10^' 

6,504 

6,504 

12" 

14,568 

14,568 

76^27 

76,254 

or 

or 

14.436  miles 

14.441  miles 
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COMPARISON  OF  COST  OF  POWER  USED 


1 

9  6  4 

1  9 

6  5 

14,000 

291.51 

12,432 

298.63 

11,360 

280.61 

11,664 

246.18 

11,200 

• 

257.51 

12,240 

262.02 

10,400 

164.84 

12,240 

262.74 

12,880 

403.20 

14,352 

256.63 

17,280 

335.94 

16,704 

311.27 

13,760 

313.15 

18,432 

318.08 

12,720 

272.22 

16,656 

361.05 

12,560 

288.12 

10,800 

239.37 

11,440 

253.18 

10,560 

236.10 

10,800 

251.27 

10,368 

230.72 

11,616 

345.70 

10,896 

226.85 

150,016 

$3,457.25 

157,344 

$3,249.64 

SERVICES 


1964 

19  6  5 

Total 

Active 

Inactive  Added 

Total 

821 

747 

79  6 

826 

r 

39 

33 

6 

39 

iji" 

4 

4 

4 

6 

6 

6 

16 

17 

17 

3" 

1 

1 

1 

4'' 

34 

34 

34 

6" 

50 

47 

3 

50 

8'' 

2 

2 

2 

973 

891 

88  6 

979 

NEW  SERVICES 


Mrs.  Howard  Sanborn 

Greenleaf  Ave. 

copper 

Alfred  LaBossiere 

Water  Street 
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// 

Donald  Roy 

Carter  Street 

T 

n 

Nazarene  Church 

Grove  Street 

// 

A.  Llewellyn  Russell 

Water  Street 

T 

/r 
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NORWAY  WATER  DISTRICT 


Warrant  For  Annual  Meeting  Of 
Norway  Water  District 

OXFORD:,  SS: 

To  Robert  C.  Sallies  of  Norway,  in  said  County,  a  citizen  of  said 
Town  of  Norway,  and  Publisher  of  the  Advertiser-Democrat: 

You  are  hereby  required,  in  the  name  of  the  State  of  Maine, 
to  notify  and  warn  the  Inhabitants  of  Norway  Water  District 
within  said  Town  of  Norway,  qualified  by  law  to  vote  in  the 
affairs  of  said  District,  to  assemble  at  the  Firemen's  Hall  in 
said  Norway  on  the  seventh  day  of  March,  next,  at  four  o'clock 
in  the  afternoon,  by  posting  a  true  and  attested  copy  of  this 
warrant  in  two  public  places  within  the  District,  and  by  pub- 
lishing the  same  in  the  Advertiser-Democrat,  both  not  less  than 
seven  days  before  said  meeting,  then  and  there  to  act  on  the 
following  articles,  viz: 

ARTICLE  I.  To  choose  a  Moderator  to  preside  over  said 
meeting. 

ARTICLE   11.  To  choose  a  Secretary  of  said  meeting. 

ARTICLE  III.  To  hear  the  report  of  the  Trustees  of  the 
Water  District. 

ARTICLE  IV.  To  transact  any  other  business  that  may  law- 
fully come  before  the  meeting. 

The  Trustees  of  said  District  hereby  give  notice  that  they 
will  be  in  session  at  said  Firemen's  Hall,  Norway  Fire  Station, 
between  the  hours  of  nine  o'clock  in  the  forenoon  and  twelve 
o'clock,  noon  of  Saturday,  March  5,  next,  and  between  the  hours 
of  nine  o'clock  and  twelve  o'clock  in  the  forenoon  of  March  7, 
next,  for  the  purpose  of  correcting  and  preparing  list  of  persons 
quahfied  to  vote  in  said  District. 

Given  under  our  hand  at  Norway,  Maine,  this  eighteenth 
day  of  February,  A.  D.,  1966. 
A  True  Copy  Attest: 

LEROY  C.  LUCE 
GEORGE  H.  ANDREWS 
HENRY  W.  DETERT 
Trustees  of  the  Norway  Water  District 

ROBERT  C.  SALLIES,  Publisher 

Advertiser-Democrat,  Norway,  Maine 


